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ANY DOUBT in Kennedy assassination expert Dr. John 
Lattimer's mind that Lee Harvey Oswald alone shot President 
Kennedy, vanished when the New Yorker studied X-rays 
showing the downward path of the bullets — X-rays the fam- 
ily had never let non - government persons see before. 


